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TITL Data on Market Survey #24 


The data from the Tobacco Institute Testing Laboratory 
(TITL) for Market Survey #24 are given. For comparison 
purposes, data from the Philip Morris Cl reports are shown. 

The data from the October, 1979 Cl Report compare in time 
with the TITL data. 

Saratoga 120, plain and menthol, appear to be the only 
brands over the projected target of 15.4 mg. A review of R § D 
data on Saratoga 120 Menthol showed the tar values for September, 
October and November, 1979 to be exceptionally high which is 
during the period of time the samples were obtained by TITL and 
the FTC for Market Survey #24. 
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